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A thorough understanding of the background sources is mandatory in any experiment 
searching for rare events. The ANAIS (Annual Modulation with Nal(Tl) Scintillators) 
experiment aims at the confirmation of the DAMA/LIBRA signal at the Canfranc Un¬ 
derground Laboratory (LSC). Two Nal(Tl) crystals of 12.5 kg each produced by Alpha 
Spectra have been taking data since December 2012. The complete background model of 
these detectors and more precisely in the region of interest will be described. Preliminary 
background analysis of a new 12.5 kg crystal received at Canfranc in March 2015 will be 
presented too. Finally, the power of anticoincidence rejection in the region of interest has 
been analyzed in a 4x5 12.5 kg detector matrix. 


1 The ANAIS experiment and background sources 

The ANAIS project is intended to search for dark matter annual modulation with ultrapure 
Nal(Tl) scintillators at LSC in Spain, in order to provide a model-independent confirmation of 
the signal reported by the DAMA/LIBRA collaboration [T] using the same target and technique. 
Two prototypes of 12.5kg mass each (referred as DO and Dl), made by Alpha Spectra, Inc. 
Colorado with ultrapure Nal powder, were taking data at LSC since December 2012 (ANAIS-25 
set-up) and a new 12.5 kg module (referred as D2) also built by Alpha Spectra using improved 
protocols for detector production was added in March 2015 (ANAIS-37 set-up). The goal was 
the assessment of background and general performance of these detectors. Further description 
of the ANAIS experiment and these prototypes is given in [2]. 

The background model of the ANAIS-25 modules has been developed following the same 
procedure reported in [3]. External background sources from PMTs, copper encapsulation, 
quartz windows, silicone pads and archaeological lead have been quantified directly by HPGe 
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spectrometry at LSC; also contribution from radon of the inner air volume of the shielding 
has been considered in the model. Internal contaminations in the Nal(Tl) crystals have been 
determined from ANAIS-25 and ANAIS-37 data [2] being (1.25 mBq/kg in all the modules) 
and ^^^Pb (3.15 mBq/kg in DO/Dl and 0.58 mBq/kg in D2) the most relevant contributions in 
the region of interest. Also as for DAM A/LIBRA crystals, has been included in the model. 

Cosmogenic contributions in the Nal(Tl) crystals have been quantified specifically for ANAIS- 
25 detectors in [4] and properly considered, being relevant in the long term that of ^^Na. The 
contribution of these background sources has been assessed by Monte Carlo simulation using 
the Geant4 code and results are presented in next sections. 


2 ANAIS-25 detectors and the new ANAIS-37 module 


A detailed description of the ANAIS-25 set-up including detectors, PMTs and shielding was 
included in the simulation and spectra at different conditions have been obtained for the different 
background components. Figure 1 compares the energy spectra summing all the simulated 
contributions described above with the measured data for ANAIS-25 detectors, considering 
anticoincidence data. A good agreement is obtained at high energy, but in the very low energy 
region some contribution seems to be missing. It was found that the inclusion in the model 
of an additional activity of ^ 0.2 mBq/kg of in the Nal crystals significantly improves the 
agreement with data at low energy (see figure 2, left). This value is about twice the upper limit 
set for DAM A/LIBRA crystals, but lower than the saturation activity which can be deduced 
from the production rate at sea level of in Nal [5]. Figure 2, right summarizes the different 
contributions in the region from 1 to 10 keV according to the ANAIS-25 background model. 




Figure 1: Comparison of the energy spectra summing all the simulated contributions (before and 
after adding the cosmogenics) with the measured data for ANAIS-25 considering anticoincidence 
data at low energy (left) and high energy (right). 
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Figure 2: Effect of the inclusion of contribution in the very low energy spectrum (left) and 
different contributions in the region of 1-10 keV according to the ANAIS-25 background model 
(right). 
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Figure 3: As figure 2, but for the new module D2 in ANAIS-37 set-up (considering ANAIS-25 
activity). No event selection protocols (as those reported in [6]) have been applied to D2 data 
yet. 


The new Alpha Spectra module grown under improved conditions in order to prevent radon 
contamination was mounted together with the previous ones forming the ANAIS-37 set-up. The 
new module (D2) is placed in between the two ANAIS-25 modules (DO and Dl) to maximize the 
coincidence efficiency for the potassium determination. Very preliminary results are presented 
here according to the first 50 days of live-time. A total alpha rate of 0.58 ± 0.01 mBq/kg in the 
new module D2, determined through pulse shape analysis, is a factor 5 lower than alpha rate in 
ANAIS-25 modules (3.15 mBq/kg). Data above 5 keV are well reproduced by our background 
model (see Figure 3, left) considering ^^^Pb activity reduced with respect to DO-Dl in the 
same factor than alpha rate is reduced and considering the cosmogenic contribution in D2 is 
still important in the region of interest. Except ^^Na and tritium, these contributions should 
strongly decay in a few months. 
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3 Towards ANAIS 


A good description of the measured background data of ANAIS-25 and ANAIS-37 prototypes 
has been achieved, being the main contributions in the region of interest the continua from ^^^Pb 
and and the peaks from and ^^Na, all coming from the Nal(Tl) crystals. The latter 
and ^^Na) could be strongly reduced by profiting from anticoincidence. Anticoincidence 
rejection power of different experimental configurations is under study. Just as an example, 
figure 4 left illustrates the background reduction expected for the contribution in the region 
of interest in a 4x5 detector configuration. A full simulation of the 3x3 matrix of 12.5 kg 
Nal(Tl) scintillators to be used in the ANAIS experiment is underway, considering also the 
effect of a liquid scintillator veto (see figure 4, right). 


crystal 



# Detector 



Figure 4: Distribution of background level below 10 keV (c/kg/d) in anticoincidence at each 
crystal for (ANAIS-25 activity) in a 4x5 detector configuration (left) and Geant4 (3x3) 
matrix of Nal(Tl) scintillators inside a liquid scintillator veto scheme (right). 
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